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PRICED SPARE PARTS LIST 


FOR 


PC-210A RADAN Navigation Set 


/ 
Exhibit B 
Contract No. RA 1076 
Manefactured By * 
GENERAL PRECISION LABORATORY INCORPORATED Le 
Pleagant tville, New York 
Date of Prenaration_ March 3, 1957 _- 
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